



004076 - 11 


L. Lemmens 


Many old pieces of equipment contain type 2532 EPROMs, 
which are currently difficult or impossible to obtain. If the soft- 
ware has to be modified or the EPROM fails, it is in principle 
possible to replace the EPROM with a modern 2732, but this 
has a different pinout. A handy hobbyist can of course make 
the necessary modifications to the circuit board, but it is more 
convenient to use an adapter board that can be fitted in place 
of the 2532. The main circuit board can then remain in its orig- 
inal state. 
The printed circuit board shown here simply swaps the con- 
nections to a few pins. It connects pin 18 of the 2732 to pin 20 
of the 2532, pin 20 to pin 12, and pin 21 to pin 18. The remain- 
ing pins are connected 1:1 to each other. 
This board is not available from Readers Services, so you will 
have to etch it yourself. Mount two 14-pin strip connectors on 
the underside of the board, so that the adapter circuit can be 
plugged into the original 2532 socket. On the top side of the 
adapter, fit a normal 24-pin IC socket for the ‘new’ 2732. 
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